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Message Text 


UNCLASSIFIED 

PAGE 01 ISTANB 00036 071437Z 

53 

ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 RSC-01 /021 W 

080296 

R 070959Z JAN 75 
FM AMCONSUL ISTANBUL 
TO SECSTATE WASHDC 5753 
INFO AMEMBASSY ANKARA 

UNCLAS ISTANBUL 00036 

EO 11652: N/A 
TAGS: BEXP, TU 

SUBJECT: MAJOR PROJECT: ISTANBUL SEWAGE TREATMENT 

REF: STATE "14074 

ISTANBUL SEWAGE TREATMENT PROJECT, WHICH IS PART OF ISTANBUL 
URBAN DEVELOPMENT STUDY SUPPORTED BY WORLD BANK, IS CURRENTLY 
IN PRELIMINARY ENGINEERING AND DESIGN PHASE CONDUCTED BY AMERICAN 
FIRM CAMP DRESSER AND MCKEE IN COOPERATION WITH TURKISH FIRM 
TEKSER. THIS IS IBRD FUNDED AND COVERS PRELIMINARY DESIGNS FOR 
SEVERAL DISPOSAL FACILITIES WHICH SHOULD BE COMPLETED IN NEXT 
SEVERAL MONTHS. WE UNDERSTAND CAMP TEKSER HAS FORWARDED PROPOSED 
ADVERTISING FLIERS TO WORLDBANK FOR APPROVAL FOR PREQUALIFICATION 
PROCEDURE, ALTHOUGH IT IS NOT ANTICIPATED THAT PROJECT TENDER WILL 
BE RELEASED UNTIL MID-1975. COST OF PROJECT BELIEVED TO BE CLOSE 
TO $20 MILLION, BUT FINANCING NOT YET DETERMINED. WE WILL PROVIDE 
FURTHER DETAILS WHEN AVAILABLE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 JAN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ISTANB00036 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750006-0290 
From: ISTANBUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 73/aaaacmkb. tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE "14074 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 MAR 2003 by daviscw>; APPROVED <12 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: ISTANBUL SEWAGE TREATMENT 
TAGS: BEXP, TU 
To: STATE 
Type: TE 
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